GENERAL DE GAULLE

A STATEMENT TO THE HOUSE OF COMMONS IN REPLY TO A SERIES

OF QUESTIONS REGARDING GENERAL DE GAULLE AND BRITAIN'S

RELATIONS WITH FRANCE

JUNE 14, 1944

June 9.     British and Canadian forces linked up in the Caen sector and

gained ground ajter heavy fighting.   U.S. troops captured

Ste. Mere Eglise.
June 10.   It was announced that Spitfires were fighting from bases in

France.

The enemy rout in Italy continued and Allied Command

officially stated:   "A catastrophe has befallen Kesselring^s

forces."
June ii.    The front in Normandy was 51 miles wide and 15 miles deep.

British tanks thrust south-east ofBayeux, while the Americans

took Lison.
Marshal Stalin announced an offensive in the Karelian

Isthmus which had broken through the Finnish defences and

advanced 15 miles on a 2$-mile front.
June 12.   Mr. Churchill visited Normandy. The Germans lost Carentan,

keypoint of the Cherbourg Peninsula.   All Allied advances

continued.
Flying bombs were used by the enemy in attacks on London

and Southern England.
June 13.   British troops in France made a powerful armoured drive to

outflank Caen and the three enemy armoured divisions fighting

there.
June 14.   Germans counter-attacked strongly east of Caen, and west of

the town a British armoured thrust reached Caumont and

Villers-Bocage.
General de Gaulle visited Normandy.

\June 14, 1944.

THERE are seven Questions on the Order Paper on this subject,
to which I can make only one answer.     I do not consider that
this matter can be dealt with satisfactorily by a number of separate
answers at Question Time.   On the other hand, I must advise the
House most seriously that a Debate on this matter would have very
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